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Teller Appointed 
To "oreign 
Intelligence Board 

Washington | 

Edward Teller, a physicist, 
was appointed by President 
Nixon to the Foreign Intelli- 
gence Advisory Board yes- 
terday. 

Teller, 62, played a major 
role in the development of 
the first atom bomb. He suc- 
ceeds Secretary of the Treas- t 
ury John B. Connally on the .! 
presidential board. 
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